THE COURT OF HONOR AT 

ARMSTRONG'S FLOOR PLANT 

LANCASTER, PA. 

with the Honor Roll of men and women in 
Service in the background. Flying beneath 
Old Glory are citations won by the employees 
—Army Navy "E" with three stars for ex¬ 
cellence in war production; Security Award 
for maintaining plant protection system; 
National Safety Award for low accident record; 
and the Minute Man Flag for War Bond 
purchases. 
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